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ENERGY DEPARTMENT 


TRANSMISSION CORPORATION OF ANDHRA PRADESH LIMITED 


TRANSMISSION CORPORATION OF ANDHRA PRADESH LIMITED PROPOSES TO 

AUGMENT THE POWER TRANSMISSION SYSTEM FOR “ TRANSMISSION SCHEMES 
FOR EVACUATION OF POWER FROM 500 MW SOLAR POWER PROJECT BY 
APGENCO AT TALARICHERUVU ( V ) , TADIPATRI ( M ), ANANTAPUR DISTRICT AND 
FOR EVACUATION OF POWER FROM 2400 MW WIND POWER PROJECTS AT 
ANANTAPUR AND KURNOOL DISTRICTS OF ANDHRA PRADESH STATE 

KONDA - 2 AND ASPIRI)” , WITH THE ERECTION OF THE FOLLOWING 
TRANSMISSION LINES , SUBSTATIONS AND BAY EXTENSIONS. THE SCHEMES 
ARE PROPOSED FOR COMPLETION DURING THE YEAR 2018 - 2019 AND WILL 
RESULT IN REDUCTION OF EHT TRANSMISSION LOSSES , IMPROVEMENT OF 
VOLTAGE PROFILES & MEETS THE ADDITIONAL LOAD DEMAND IN THE RE 
GION AND SURROUNDING AREAS. 


NOTIFICATION 


Transmission Scheme for Evacuation of Power from 500 MW Solar Power Project by 
APGENCO at Talaricheruvu (V ), Tadipatri (M ), Anantapur District” , with the erection 
of the following Transmission Lines. Substations and Bay extensions. The total estimated 
cost of the scheme is Rs .217 .42 Crores, including an interest during construction of 
Rs. 19 . 93 Crores . 


(i) 


400 /220kV Substation at Talaricheruvu - 3x315 MVA + 1x125 MVAR Bus Reactor. 


(ii) 400KV LILO of both the Circuits of Uravakonda - Jammalamadugu 400KV QMDC 

line to the proposed 400KV Talaricheruvu SS - 1x2 KM . 
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B ) 


Transmission Scheme for Evacuation of power from 2400 MW Wind Power Projects at 
Anantapur and Kurnool Districts of Andhra Pradesh State (Uravakonda - 2 and Aspiri )” , 
with the erection of the following Transmission Lines, Substations and Bay extensions . 
The total estimated cost of the scheme is Rs. 827 .43 Crores, including an interest during 
construction of Rs. 67 .87 crores . 


A . 400KV Uravakonda - 2 Substation ( Anantapur District) : 


(i) 400 /220kV Substation at Uravakonda -2 (Kanekal) - 4 x 315 MVA PTRs & 1 x 125 MVAR 

Bus Reactor. 


(ii) 2 Nos. 400kV Quad Bay Extensions at Uravakonda 400kV SS . 


( iii ) 400KV QMDC line from 400kV Uravakonda SS to 400kV Uravakonda - 2 SS - 25 KM . 


B . 400kV Aspiri Substation (Kurnool District): _ 


(i) 


400 /220kV Substation at Aspiri - 3x315 MVA PTRs & 1x125 MVAR Bus Rector 


(ii) 


2 Nos . 400kV Quad Bay Extensions atNarnoor 400kV SS . 


(iii) 


400KV QMDC Line from 400KV Aspirito 400KV Kurnool SS -90 KM . 


In exercise of the powers conferred vide G . O .Ms.No. 115 , dated 07 - 10 - 2003 of 
Government of Andhra Pradesh , APTRANSCO or their authorized representatives shall have the 
powers for placing of the electric supply lines or electric plant for the transmission of electricity or 
for the purpose of telephonic or telegraphic communications necessary for the proper co -ordination of 
works that a telegraphic authority possesses under the provision of the Indian Telegraph Act, 1885 
(Central Act - 13 of 1885 ), 


Any person interested /aggrieved may make representation to the Chief 
Engineer / 400 kV Construction , Room No: 207, B - Block , APTRANSCO , Vidyut Soudha , 
Khairatabad , Hyderabad - 500 082 within two ( 2 ) months from the date of publication of this 
notification . 


Representations received after the due date will not be considered and APTRANSCO 
will take - up the above works after due date with /withoutmodification as it deems fit aftermaking 
enquiry , if necessary. 


Sd /- ., 


Hyderabad, 
30 -03 - 2017 . 


Chief Engineer, 
400KV Construction . 
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